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NICARAGUA. 



Report from Bluefields, fruit port — Stegomyia calopus abundant. 

Acting Assistant Surgeon Layton reports : 

Week ended September 2. Present officially estimated population, 
2,500. General sanitary condition of this port and the surrounding 
country during the week, good. Stegomyia calopus are abundant. 

Bills of health issued to the following-named vessels : 



Bate. 


Vessel. 


Destination. 


Number of 
crew. 


Number of 

passengers 

from this 

port. 


Number of 
passengers 
in transit. 


Aug. 29 






21 

294 


4 




1 


31 


















Temperature of all on board of steamship Imperator taken day of sailing. 

PERU. 

Report from Callao — Inspection of vessels — Smallpox at Mollend 

Plague in Chile. 

Acting Assistant Surgeon Gutierrez reports, August 30 : 
Week ended August 28. Four steamsnips, with an aggregate per- 
sonnel of 313 crew and 91 cabin and 145 steerage passengers, dis- 
patched. Three of these vessels were fumigated prior to sailing. No 
cases of plague have occurred at Callao since August 7. At Mollendo 
there are many cases of smallpox, and the sanitary authorities are 
vaccinating. 

Bills of health report plague in Chile at Iquique, August 22, with 
4 cases isolated in the lazaretto. 



PHILIPPINE ISLANDS. 

Reports from Manila — Cholera and smallpox in Manila — Status of 
cholera in the provinces — Inspection of vessels. 

Chief Quarantine Officer Heiser reports, August 3 and 12: 
Week ended July 31. One case of cholera with one death and 1 
case of smallpox were reported for the city of Manila. 

Cholera in the provinces. 



Province. 


Cases. 


Deaths. 






4 

21 

66 

1 

6 

17 

21 

1 

2 


4 




6 




58 







Cebu 


1 




12 




19 


Risal 


1 


Tarlac 


1 








Total 


139 


102 
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No consular bills of health issued during the week. 
Week ended August 7. No quarantinable diseases occurred in the 
city of Manila. 

Cholera in the Provinces. 





Province. 


Cases. 


Deaths. 




43^ 
21 
33 
10 
27 
1 


1 


Oriental Negros 


28 


Fampanga 


IS 


Cagayan 


IT 


Albay 


3 




21 


Tarlac 


1 








Total 


139 


&9 







Consular bills of health issued: August 2, the German steamship 
Numantia, with 51 in crew, en route from Yokohama to New York, 
granted a supplemental bill of health, after the usual inspection of 
cargo and personnel. August 3, the British steamship Cyclops, with 
99 in crew and 1 stowaway, en route from Glasgow to Seattle and 
Tacoma, granted a supplemental bill of health; crew inspected at 
hour of sailing; cargo investigated and passed while loading. August 
6, the British steamship Indravelli, with 43 in crew and 3 passengers, 
en route from Newcastle via Cebu to Boston and New York, granted 
a supplemental bill of health; cargo and crew inspected prior to 
sailing. August 6, the German steamship Kiel, en route from New- 
castle to Cebu, granted a supplemental bill of health after the usual 
inspection. August 7, the Norwegian steamship Rygja, with 30 in 
crew, granted a Dill of health for Portland, Oreg. Vessel fumigated 
throughout while in port. Crew inspected at the hour of sailing. 

PORTO RICO. 

Report from Ponce — Transactions of Service, month of August, 1909. 

Acting Assistant Surgeon Ferrer-Torres reports, September 1, 
through Chief Quarantine Officer Grubbs : 

Month of August, 1909. 

Vessels inspected 13 

Vessels disinfected 1 

Vessels in quarantine 2 

Passengers inspected: 

Incoming 182 

In transit 775 

Passengers in quarantine 9 

Immigrants inspected 56 

Rejections 

Members of crews inspected 560 

Bills of health issued 9 

Pieces of baggage disinfected 17 



